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Mr. Bruce T. Johnson 
Director of Data Processing 
Central Intelligence Agency 
Washington, DC 


Dear Mr. Johnson: \anuwes —. 


Thank you for your letter of 27 August detailing 
information concerning the Burrough's equipment now 
available as a result of the redirection of the SAFE Project. 
Currently, we have identified a requirement within the 
Research and Engineering Organization that could be satisfied 
by the B6930 computer located at CIA Headquarters, McLean, 
Virginia. We are aware that there is some outstanding cost 
still owed on the B6930. NSA is willing to reimburse yeu : 
for this cost as well as to negotiate a fair-share ee 
ment of the associated relocation costs. 


Sincerely, 


STAT 


Deputy Director for Telecommunications 
and Computer Services 


Copy Furnished: 


DIRCIA (Attn: DDA) .ai@omemntih, 
(Attn: CSPO/DDP) 
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